SOMB   SUGGESTIONS   IN   MICROSCOPY.
jumps out of the tank, thus causing a delay  which is sometimes embarrassing.
The uneasiness of the fish is caused partly by its unnatural
Fie;. 86.
Fish Trough with Grida and Continuous Water Supply.
position and partly by the vitiation of the water, The hitter trouble has been remedied by the writer, by inserting a discharge spout, in one end of the trough, and providing a tube
FIG. 87.
Dark Ground Illuminator,
for continually supplying fresh water. The other difficulty has been surmounted by providing two wire grids (Fig. 86),. each having spring clips at their ends for clamping the walls of the tank. These grids are pushed downward near the body and head of the fish, so as to closely confine the little prisoner without doing it the least injury. With these two improvements the examination may be carried on comfortably for an hour or more.CROSt'Oi'V,
